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Load Cell - 

KOBASTAR Load Cell 


Load cell 

Kobastar is capable of producing all kinds of special loadcells. 

Why should you choose Kobastar? 

All Loadcells are tested according to the test procedures 
specified in the OIML R60 recommendations. 

Load Cell Cable 

Optionally, armored or exproof silicon cables can be preferred. 

Load Cell Calibration 

KOBASTAR is the global brand of Loadcell and Weighing 
Sector. 
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